Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 STATE 125096 

21 

ORIGIN AEC- 11 

INFO OCT-01 NEA-14 ISO-00 SCI-06 RSC-01 /033 R 
66610 

DRAFTED BY: USAEC/DIP:ATDALTON:PW 
APPROVED BY: SCI-HDBREWSTER 
USAEC/DIP:ASFRIEDMAN 
NEA/IRN-BBMORTON 

003696 

R 122220Z JUN 74 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 

UNCLAS STATE 125096 

E.O. 11652: N/A 
TAGS: TECH 

SUBJ: CONSULTANTS IN THE FIELD OF ATOMIC ENERGY 
REE: TEHRAN 4634 

CONSULTANTS LISTED BELOW ARE FURNISHED IN RESPONSE TO ITEM B 
OF PARA 1 OF REF. 

1. NUCLEAR UTILITY SERVICES CORP., 4 RESEARCH PLACE, ROCKVILLE, 
MARYLAND 20850; 

2. BECHTEL CORPORATION, INTERNATIONAL POWER DIVISION, 50 
BEALE STREET, POST OFFICE BOX 3965, SAN FRANCISCO, 

CALIFORNIA 941 19. 

3. DAMES & MOORE, 1550 NORTHWEST HIGHWAY, PARKRIDGE, ILLINOIS 
60068; 

4. EBASCO SERVICES INC., 2 RECTOR STREET, NEW YORK, NEW YORK 
10006; 

5. S.M. STOLLR CORP., 1250 BROADWAY, NEW YORK, NEW YORK 10001; 
UNCLASSIFIED 

UNCLASSIFIED 
PAGE 02 STATE 125096 

6. STONE & WEBSTER ENGINEERING CORP., 225 FRANKLIN ST., 
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POST OFFICE BOX 2325, BOSTON, MASSACHUSETTS 02107; 

7. BURNS & ROE INC., 700 KINDERKAMACK ROAD, ORADELL, NEW 
JERSEY 07649; AND 

8. SCIENCE ASSOCIATES INC., 230 NASSAU ST., BOX 230, 

PRINCETON, NEW JERSEY 08540. 

RESPONSES TO OTHER QUESTIONS WILL BE FURNISHED ASAP. SISCO 
UNCLASSIFIED 

NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, CONSULTANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 25096 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USAEC/DIP:ATDALTON:PW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 52-0922 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9740651 /aaaabrgi.tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: TEHRAN 4634 
Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 SEP 2002 by PhilliR0>; APPROVED <10 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CONSULTANTS IN THE FIELD OF ATOMIC ENERGY 
TAGS: TECH, US, IR 
To: TEHRAN 
Type: TE 
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